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Chief, Material Support Branch 
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Chief , Research and Development Branch 
Procurement Memorandum Ho. 39*30 f 
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5 8 0*603, Task Order 2, Q 

delivered a dlwissewhlod broadband 

antenna for the CS-8 system. 
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2. It Is requested that ar rang eme n ts be made to return the 
fo llowing eauigsen t, presently located in roan 2605 Alcott Hall, 
to 


One disassembled antenna (2 boxes) 

One carton of 150 ohm twin lead. 

One Collins drawing number 4019KLCCL 
One Collins droving number 40GL9E102 
Ohe Collins drawing number 4Q19E1Q3/4 
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The drawings are packed In the antenna boxes. This equipment 
should be sent to: 


3« The equipment itself is u n cla s sified, however, this con- 
tract and its association wi th the Agency is classified flmemgp . 
For further information, call f. 
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# 

OC-E/ R+D-EF/ JHB :brc (16 February 1959) 
cc:^-R+D Subject File 
R+D Chrono 
EP Chrono 
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